basse 9 


Italy's Historical 
a ti, gees NE areas and 
Scene eo a landmarks 


> i al pr ee ee eel By Brandon, Dennis , Pedro and 
Seo | ni Kiya 


The 
Leaning 
Tower of 
Pisa 


a mie 
af 


Gittins 
2: 
yiaaens,| 
a] af 7) 
ATLL 
gatenes; 


gaaens 


pee 


a : 
PL Ri). MWe ee te oo 


tee 
fe 
8} ah 
iy if | LCT Tp a eT) 
Saat = 3 ew 
| ea ty 
ig i 1 bot 


yi, 


ae i + 


Rg eye 


* The tower was built in 1173, to be the city 
cadethral bell tower, but the structure was 
miscalculated and built in not so solid ground, 


Lea Nn I ale Tower of and started leaning 


Pisa 


* You can get the train to the station "Pisa S. 
Rossore" and take a taxi or walk to the tower. It 
takes about 1 hour to go from Florence to Pisa by 
train 


By Pedro & Dennis 


The Colosseum, 
Rome 
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It was built in 

5 69% ad. It was built 
= for the emperor 

POF ae . Vespasian, for 

fe » gladiator fight. 


| | a ee ! “You can get there by 
—— | eres ieee sees ai taking the Metro 
—-- _-....... and stopping at the 

4. Colosseo stop. You 
=can also take bus 
ee sline 60 or tramline 3. 
—— ———— takes about 3 
ee . =i minutes to get there 
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Cathedral of 
Santa Maria — 
del Fiore 
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Florence Cathedral, formally oe ~ 
Cattedrale di Santa h a oe tama 
Fiore, is the cathec ral of Si . xs 
Florence, Italy. It was-beg 
1296 in the Gothic sty 
design of Arnolfo di Ce ~ 
was structurally aie by ch - 
1436, with the dom p ongered 

by Filippo Brunelibee VIE WAS een 
used for episcopal seat ofthe 
archdiocese of the city of 
Florence. 
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Venice 


° Venice was founded if 
421. It is spread | A 
across 119 different |i: 
stilts and fish fora 
living. 
A part of the 
transportation in : 
Venice are small boat 
where people row yo 
to different places. 
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